CALIFORNIA 

UNITED BANK 


INCOMING ACH/DOMESTIC WIRE INSTRUCTIONS 


Receiving Bank: California United Bank 

818 West 7 th Street Suite 220 
Los Angeles, CA 90017 

ABA Routing No.: 122243884 


Further Credit To - Required. Venice Beach Property Owners Association 

Beneficiary’s Account Name 

Street Address - Required: 8 Horizon Avenue _ 

Beneficiary’s Street Address 

Venice, CA 90291-3602 _ 

City, State, ZIP Code 

Account Number - Required : 1001730413 _ 

Beneficiary’s Account Number 


Incoming Wire Instructions - Domestic 
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